13 February 1980 


MEMORANDUM FOR: Chief, Policy and Plans Group 


FROM: —— 
Deputy Director of Security (PTOS) 


SUBJECT: Entries for the DDA Log 
31 January - 13 February 1980 (U) 


1. On 12 February, representatives of the Office 
provided support to senior Agency officials testifying 
before the Defense Subcommittee of the House Armed 
Services Committee. (U) 


cat) 2. <A representative of the Office returned to Head- 
x1 Wee quarters fron] where he provided guidance to a Liaison 


Service on ID/badge check systems. (C) 


3. A member of the Safety Group attended the meeting 
of the Metropolitan Washington Chapter of the Federal 
Safety and Health Council on 8 February 1980 at the 
General Services Administration Building Auditorium. (U) 


4, The Industrial Hygienist provided guidance to 
x for the construction of a flammable liquids storage 
building. (U) 


f 5. <A representative of Naval Electronics Command met 
(ar ; 


f with representatives of Information Systems Security Group 
yw on 12 February to receive a briefing on locations 
recently visited by Information Systems security Group where 


Agency and Navy data are processed at the same sites. The 
computer security and compartmentation issues in these sites 
were discussed. A similar_meeting was held on 13 November 
with representatives off CS) 


at 
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6. Representatives of Information Systems Security 
Group attended the monthly ODP/OS Working Group meeting on 
13 February. Topics discussed were destruction of magnetic 
storage media overseas, enhanced document control in the 
Ruffing Center, training and computer security awareness 
programs, risk analysis recommendations status, and enhanced 
audit trail and TSCADS programs. (U) 


7. A two-man team from Technical Security Division 
departed for Africa and one NE Station. They will conduct 


audio countermeasures inspections hysical security 
maintenance and provide 
training where required. ree other personnel are 


overseas on special assignments for EUR, LA and SE Divisions. 


(C) 
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